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Slip Over — Cool Air 
Model 26 from Filati Classici 15 


Size 36/38, 40/42 and 44/46 
The information for sizes 40/42 and 44/46 are in brackets. 
If only one specification is given, this applies to all sizes. 


Yarn: Lana Grossa Cool Air (55% Merino wool, 33% baby alpaca, 
12% polyamide; Yield 125 m/50 g), 350 (400, 450) g Burgundy (col 
7). 


Needles: Size 5.5mm and 7 mm needles, 
Circular needle size 5.5mm, 40 cm long. 


Rib pattern: P 2, K 2 alternately. 
Stockinette st: back right, back left. 
Stockinette left: back left, back right. 


Gauge: Stockinette st or stockinette purl with no. 7 needles: 14 sts 
and 21 rows = 10 x 10 cm. 


Back: 
Cast on 86 (94 — 98) sts with size 5.5mm needles. Work in rib 
pattern, as follows: 


Rib: 
Row 1(WS): P1, * K2, P2, repeat from* to the last st, P1. 
Row 2(RS): K1, * P2, K2, repeat from* to the last st, K1. 


Repeat Rows 1 and 2 until Rib measures 7 cm on WS, Increase 
evenly over the row 4 (2 - 4) sts 90 (96 — 102) sts. 


Start Pattern: 

Using 7mm needles, K28 (30, 32), P32 (34, 36), K28 (30, 32). 
Continue in Stocking Stitch and Reverse Stocking Stitch. (Knit the 
knit stitches and Purl the Purl Stitches). As per Diagram. 


On Row 15, Increase 1 Stitch each end of knitting, then every 14 
rows another 3 times. 98 (104 — 110) sts. 

When length measures 40cm (including rib) 

Put a marker each side for the armholes. 


When armhole measures 20 (21 — 22) cm from the marker. 
Shape shoulder: Decreases take place over 5cm 


Cast off 5 (6-6) sts at the beginning of next 2 rows. 
Cast off 6 (6—7) sts at the beginning of next 2 rows. (4 times) 


When length measures 65 (66 — 67) cm, put the remaining 30 sts 
on a needle holder. 
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Zeichenerklarung: 
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A= Reverse Stocking Stitch Back Front 
B = Stocking Stitch 
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Front: 
Cast on 86 (94 — 98) sts with size 5.5mm needles. Work in rib 
pattern, as follows: 


Row 1(WS): P1, * K2, P2, repeat from* to the last st, P1. 
Row 2(RS): K1, * P2, K2, repeat from* to the last st, K1. 


Repeat Rows 1 and 2 until Rib measures 7 cm on WS, Increase 
evenly over the row 4 (2 - 4) sts 90 (96 — 102) sts. 


Start Pattern: 

Using 7mm needles, K28 (30, 32), P32 (34, 36), K28 (30, 32). 
Continue in Stocking Stitch and Reverse Stocking Stitch. (Knit the 
knit stitches and Purl the Purl Stitches). As per Diagram. 


On Row 15, Increase 1 Stitch each end of knitting, then every 12 
rows another 3 times. 98 (104 — 110) sts. 


When length measures 36cm (including rib) 

Put a marker each side for the armholes. 

When length measures 50 (51 — 52) cm, divide for the neck, find 
middle and continue each side separately. 


Neckline: 


Cast off the following stitches at the beginning of neck edge row: 
10 stitches / once 

3 stitches / once 

2 stitches / twice 

1 stitch / 3 times 


When armhole measures 20 (21 — 22) cm from the marker. 
Shape shoulder: Decreases take place over 5cm 


Cast off 5 (6-6) sts at the beginning of next 2 rows. 
Cast off 6 (6—7) sts at the beginning of next 2 rows. (4 times). 


Finishing: 

Block the parts. 

Sew shoulder seams. 

Pick up 88 sts from the neckline. Work rib in the round with circular 
needle size 5.5 mm. When piece measures 10 cm cast off sts as 
they appear. 

Pick up 62 (66 - 70) sts from the armholes. Use circular needle size 
5.5 mm and work open work in rib pattern. 


When piece measures 8 cm cast off sts as they appear. 


Sew the side and sleeve seams, remembering that the back piece 
is 4 cm longer than the front piece. 


Knit a Swatch to determine Guage. 


To do this, knit a 12 x 12 cm piece in the pattern of your chosen 
model. Then count stitches and rows in the 10 x 10 cm area. 


If there are fewer stitches than indicated in the instructions: knit 
tighter or use thinner needles (1/2 to full needle size). 


If you have counted more stitches: try to knit more loosely or use 
thicker needles. 


Please note: knitting varies. 
Therefore, the knitting gauge specifications on the banderoles of 
the wool are not to be regarded as binding. 


In addition, these are always created on the basis stockinette stitch. 


For a perfect work, the stitch test in the desired pattern is a must. 
So that your desired model not only looks good, but also fits! 


